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CROSS REFERENCE SHEET 


mainsubJect; 

Establishment of Mow Tie Linos 


CLASSIFICATION NUMBER: 

Report auPro Joot 


To; 


A&.90 


Date of Communication: 3 Jal 


From; 


Afl-dO 


Date of Basic Document: 23 Jun 47 


BRIEF SUMMARY; 


CEB has approved a request by the Department off State for the supply 
of terminal equlpemnt for too teletype channels to be established by 
State Department between t he following points! 

a. Room 7016 Hew State Dept, Building * Room 1510B Arlington Ball. 

b. Room 7016 Mew State D4pt, Bldg, A Room SC 836, The Pentagon. 


ASA will full the requirements for 4 each 3IQHUAD devices, also 
furnish the maintenance necessary to Install the loop terminating 
at our Agency. 
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Mrs Beyke 
Mrs Befcke 


Routed to: PIXs 

Date of Classifying: 26 Aug 47 
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